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number of sites were examined for
the location of a dam and in his
final report dated April 25, 1907
Captain Dawes proposed to con-
struct a dam 70 feet high to be
eventually raised to 115 feet on the
Cauvery near KannambadL This
Scheme was also not carried to the
stage of practical action partly on
account of heavy cost and partly
because of the expenditure on
works contemplated outside the
State.

It was in July 1910 that surveys
were again commenced for the final
preparation of the project. Work
was commenced in 1911 and storage
to plus 60 was secured by July
1915. The first stage, 80 feet
high was completed in 1920,
and had a storage capacity of
252,525 acre feet. The second
stage which comprised the con-
struction of the dam to the present
height of 134 feet was completed
in 1932.
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